email: sales@batticdoor.com Manufactured and Distributed by: Battic Door Attic Stair Covers - P.O. Box 15 - Mansfield, MA 02048 web: www.batticdoor.com 




uatoc 

DOOR 



slops air drafts saving you energy £S$! 
reflective shield Installs in mi runes! 

mi mi! nesi cevE» ih*> hi * ihe li» s* *m le*ki 



Fireplace Draftstopper™ Installation Instructions 




Photo #1: The Fireplace Draftstopper™ kit consists of an inflatable air pillow, an adjustable supporting tee, and complete installation 
instructions. It seals the fireplace/chimney, preventing energy loss, downdrafts, fumes, etc. It can accommodate any size and shape fireplace. 




Photo #2: The Fireplace Draftstopper™ air pillow inflates with just a few breaths. The adjustable height "Tee" is used to install and support 
the Draftstopper™. Simply install the Draftstopper™ into the fireplace and top off with a few more breaths of air to seal the fireplace. 




Photo #3: The Fireplace Draftstopper™ pillow is installed inside the fireplace below the damper. It is invisible unless looking up into the 
fireplace. 

The Tee can be removed if desired, and the warning sleeve can be tucked out of the way making the installation totally invisible. The fireplace 
is sealed preventing heat loss out of the chimney, as well as preventing downdrafts, odors, toxic fumes, insects, noise and pollution from 
entering the house. 

Five "slittable" areas in the pillow can be cut open to accommodate any damper handle. The damper handle passes through the pillow. When 
inflated, the pillow seals tightly around any penetration! 

The Fireplace Draftstopper™ is easily removed when using the fireplace, and easily reinstalled after. 
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THE FIREPLACE DRAFTSTOPPER ™ - THE REUSABLE FIREPLACE WEATHER SEAL 




Tfie Reusable Fireplace Weather Seal 
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